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Message Text 

CONFIDENTIAL 

PAGE 01 NEW DE 08149 0808 13Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO OC-06 CCO-OO /022 W 

080815Z 111022/10 

R 080536Z JUN 77 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 3930 
INFO AMEMBASSY KABUL 
AMCONSUL KARACHI 

CONFIDENTIAL NEW DELHI 8149 

DEPT FOR A/SY/OPS/T, KABUL FOR RSO, MARACHI FOR RSS FROM TSO 

E. O. 11652: GDS 
TAGS: ASEC 

SUBJECT: COMCENTER INTRUSION ALARM INSTALLATION, KABUL 
REF: STATE 1 18155, NEW DELHI MEMO FOR MAY 3 


1 . ALL MATERIAL NECESSARY FOR PROPOSED INSTALLATION ON 
HAND THANKS TO PROMPT SERVICE SY/OPS/T AND LOCAL ATO. 

2. TRIP TO KABUL PLANNED LATER PART OF JUNE FOR ACM 
INSPECTION. REQUEST APPROVAL OF PROPOSED INSTALLATION SO 
THAT IT CAN BE DONE DURING SAME VISIT. 

3. PLEASE ADVISE. 

GOHEF.N 


CONFIDENTIAL 


NNN 
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